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OUR  LADY  OF  THE  VALLEY 
ROMAN  CATHOLIC  CHURCH 

Sheffeld,  Massachusetts 
Dedicated  Seot.  17,  1905,  replaced  the  Church  of 
The  Assumption  in  Sheffield  which  was  built  in 
1884  and  burned  in  1904.  The  50th  Anniversary  of 
the  Parish  of  Our  Lady  of  the  Valley  in  Sheffield 
was  celebrated  on  July  6,  1952. 
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